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> 51850 2271 

HOME LIQUORS 


Store # 360 - 


(1)full price pack contract display need to be 
moved from slow register to a primary position, 
see attachedp.o.gl (Kari Roth) **"* -1 " 


Store # 75 - South Hackensack, NJ - store manager refuse 

placement of pack base displays, (3), reason: 
does not want clutter. (Al Perez). 





Source: nttp's://www.industrydocuments.ucsf.edu/d6cs7jT6yuOOO ' 





M. 


Store 360 

1. RJR CONTRACT IN EFFECT 
70 rws 

2. B&W CONTRACT 

3. Lorillard contract 
(overhead sign & 16 con. rws) 
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POS 

RJR store/hr decal 
RJR open/close decal 
B&W Clock 

B&W (GPC marker board) 
B&W Banner 

Lori Hard Light thief 
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